








Gas Merchandisin 


Color and Shape of New Permaglas Water 
Heater Aimed at Upstairs-Installation 


REDESIGNED WATER HEATERS, in 
line with the now-established trend to give 
gas appliances strong attractiveness, have 
been launched by A. O. Smith Corp., with 
color, non-cylindrical shape and eye-level 
temperature control. 

The new Permaglas automatic gas water 
heater was designed with the objective of 
kitchen or utility room installation. 

Although it still houses a round inner 
tank, the exterior of the new Permaglas 
deluxe water heater has a flat front, and 
sides that taper slightly outward to meet 
the more conventionally-curved posterior. 
Its new angular contours enable the 1955 
model to fit harmoniously alongside or be- 
tween rectangular appliances in kitchens or 
utility rooms. 

Color has been added to these water 
heaters. This color, an aqua hue which 
makes it compatible with surrounding 
decor, will be employed most noticeably 
on the front panel of the deluxe water 
heater. The front panel is easily removable 
for access to the interior controls and com- 
bustion chamber. 

The new styling has a completely differ- 
ent approach to the top-front. Here, a 
cowled or hooded design incorporates the 
Permaglas signature. This device is worked 
in copper against porcelain white. The 
long aqua expanse is relieved by a pleasing 
white checkerboard pattern on the lower 
part of the panel. Also, slight contours, 
both vertical and horizontal, break the fiat- 
ness of the panel. 

The new eye-level temperature control 
is said to be the first elevation of the 
manual adjustment from the base of a gas 
water heater. It provides finger-tip control 
for 3 general positions, “Warm” . . . “Nor- 
mal”... “Hot.” 

The working controls of the Permaglas 
water heater are, as usual, at the base of 
the inner unit. A cable mechanism con- 
nects the eye-level dial with the controls. 

The new closed-end tank structure — 
incorporated by A. O. Smith for the first 
time on all 1955 models — permits more 
compact design, lowers the overall height 
of the heater and thereby extends oppor- 
tunities for installation where space is 
limited. 

A 10% increase in hot water delivery by 
the deluxe 30-gal gas water heater has been 
accomplished by boosting its heat input 
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NEW Permaglas automatic water heat- 
er, with color and flat front, in the line 
of kitchen appliances. 


EYE-LEVEL control of temperature. > 


rating to 33,000 Btu/hr. 

R. J. Shepherd, water heater sales mana- 
ger for the Permaglas division, says, “Al- 
though it is the hardest-working appliance 
in the American home today, the water 
heater has, up to now, gotten less apprecia- 
tion and attention than any of the others, 
as witness the glamour and appeal lavished 
on dish-washers, automatic clothes wash- 
ers and dryers, refrigerators, freezers and 
ranges. 

“With increased bathing, more frequent 
clothes washing, and the heavy use of hot 
water in the kitchen today, the American 


home unconsciously depends more ani 
more on the water heater. 
Mr. Shepherd noted that the 1955 delux 


Turn to page 48—PERMAGLAS HEATER 
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New England and Milwaukee Appliance 


Salesmen Have New College Courses 


COLLEGE TRAINING for gas appliance 
salesmen is getting more-and-more utility 
support — more-and-more interest from 
the salesmen-students. 


Fifty salesmen of New England Electric 
System’s gas division are currently taking 
4 course in gas appliance salesmanship 
given by the evening division of Boston 
University at the Malden, Mass., headquar- 
ters of NEES. 

“This is only the beginning,” according 
to Wilbert Miller, sales promotion mana- 
gr, NEES gas division. “Additional 
courses will be given by Boston University, 
and other New England colleges, in Bos- 
ton, Cambridge, Worcester and Providence. 
And the clases will include not only utility 
company salesmen, but also dealers and 
their salesmen.” 

Mr. Miller’s optimism is based on the 
enthusiastic reaction of salesmen and in- 
dustry leaders attending the Malden ses- 
sions, and on the support of other organi- 
zations interested in upgrading the effective- 
ness Of gas appliance salesmen. Cooper- 
ating with NEES in the project are Boston 
Consolidated Gas Co., New England Gas 


PRE-SCHOOL DISCUSSION ... Prof. 
Ralph Brownlee (left), Marquette Uni- 
versity, outlines material to be covered 
in gas appliance sales course in talk with 
Jack Mikula, general sales manager, 
Milwaukee Gas Light Co. 


and Electric Association and Gas Appli- 
ance Manufacturers Association. 


Morning Course Planned 

GAMA is also cooperating with Mil- 
iukee Gas Light Co. in a gas appliance 
ling course being given by Marquette 
iversity for dealers and salesmen in 
'waukee. A group of 30 dealers regis- 
d for the first Marquette evening ses- 
Jack Mikula, general sales manager, 
waukee Gas Light Co., and Prof. Ralph 
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NEW ENGLAND ... This is the sales- 
minded group that worked on the plans 
and launched the college courses in gas 
appliance salesmanship. L-to-R: Wil- 
liam J. Greene, Carl Byoir & Associates; 
Gerry Lake, instructor, Boston Univer- 
sity; John Waters, director, evening di- 
vision, Boston University; Wilbert Mil- 
ler, sales promotion manager, New Eng- 


Brownlee of Marquette, expect to follow 
up the evening course with another to be 
given in the morning —for the conven- 
ience of dealers and salesmen who utilize 
their evening hours for floor-selling or 
door-belling. 

The New England and Milwaukee 
courses, as well as the course recently com- 
pleted in Los Angeles by University of 
Southern California in cooperation with 
the manufacturers section of Pacific Coast 


MILWAUKEE... Dealers and sales- 
men at the Marquette University course 
in gas appliance salesmanship. .~rof. 
Ralph Brownlee is leading the class dis- 
cussion. University officials and execu- 


land Electric System gas division; John 
J. Quinn, vice president, Boston Con- 
solidated Gas Co.; William Geller, di- 
rector, sales promotion, Boston Consoli- 
dated; Edward G. Twohey, president, 
NEES gas division; Henry Power, New 
England Gas and Electric Association; 
Henry Kievenaar, manager, residential 
sales, Boston Consolidated. 


Gas Association, are based on the program 
developed by GAMA and Association of 
University Evening Colleges. 

A complete course outline and a de- 
tailed instructor’s manual — based on the 
courses given successfully by City College 
of New York, in Newark: and in Brooklyn 
— have been made available by GAMA to 
gas companies and to universities inter- 
ested in offering courses in gas appliance 
salesmanship. 


tives of the Milwaukee Gas Light Co. 
plan to follow this evening course with 
a morning program for those who use 


evening hours for direct selling activity. 
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NEW Gas Appliances 





Range Line—Bengal 


A completely new line of 30” and 36” 
automatic gas ranges, 30” and 36” auto- 
matic kitchen heating gas ranges and 20” 
ranges have been presented by the manu- 
facturer. 





All Bengal models will incorporate one- 
piece main tops, individual drip trays, 
burner bowls and easily-removable broiler 
chassis. Automatic models will have timed 
convenience outlet in the backrail. Also, 
they will have Sparkle-Lites, oven clock 
control, and Potwatcher to turn off top 
burner automatically. Non-automatic mod- 
els will incorporate the Robertshaw Temp 
’n Time automatic oven control and auto- 
matic oven timer, which turns gas off when 
set cooking time has elapsed. Polished cast 
aluminum broiler serving tray is standard 
equipment on automatic models. 

Kitchen heater models in both 36” and 
30” sizes will feature Temp ’n Time oven 
controls and a 4-hour alarm time clock. 

Bengal ranges. The Floyd-Wells Co., 
Royersford, Pa. 


Commercial Clothes Dryer—Caloric 


A commercial clothes dryer, custom de- 
signed for motels, hotels and apartment 
buildings has been introduced. 

An accumulator coin meter with a vault- 
type money box that cannot be pried open 
is a special feature of the dryer. The fool- 





proof coin slide is built to accept up to 14 
coins in advance, for 10¢, 15¢, or 25¢ oper- 
ations. 

The dryer provides automatic operation 
with a constantly burning pilot. It utilizes 
the “lo-heet hi-breeze” drying principle, in 
which a high-capacity blower sends a cur- 
rent of purified warm air into a perforated 
cylinder where clothes are tumbling. The 
use of more air and less heat cuts drying 
time as well as fuel costs and guards against 
shrinkage. Temperature is automatically 
maintained at the “lo-heet” level. 

Opening the door during drying cycle to 
remove damp-dry laundry for ironing auto- 
matically shuts off motor and burner; only 
pilot remains on. Drying cycle resumes 
when door is shut. 

A % hp motor, operating in 115 v-60 c 
ac is equipped with overload protection and 
drives the blower and the drying cylinder. 

The dryer’s load capacity is approxi- 
mately 18 lbs of wet clothes. A lint trap 
door is located waist-high in the front of 
dryer. A metal mesh screen traps fine par- 
ticles of lint. All controls are reached by 
removing the housing at rear of top or by 
removing entire front panel. 

This commercial dryer operates with all 
fuel gases; total input of 20,000 Btu. With- 
out the coin meter, the dryer is 30” wide, 
26” deep and 36” high to the top of the 
working surface. Shipping weight is about 
230 Ibs. 

Commercial clothes dryer. Caloric Appli- 
ance Corp., Topton, Pa 


Valve-Pilot Control—Honeywell 

A valve and pilot control “package” 
which is said to increase flexibility of con- 
trol systems available to manufacturers, 
dealers and users of room and wall heaters 
has been announced. It includes a basic 
valve section on which Honeywell’s gas cock 
“pilotstat” is factory-mounted. Models may 





be purchased with thermostats, also factory- 
installed, or with a thermostat kit. 

The thermostat is added by removing a 
blank plate from the basic valve and mount- 
ing the thermostat with 6 screws; no other 
piping or fittings are needed. The package 
control also is available with 2 other add-on 
features: minimum rate high-low bypass 
can be mounted by either the equipment 
assembly and spring-loaded pilot filter. Both 
can be mounted by either the equipment 
manufacturer or the appliance dealer. 

The new system enables manufacturers to 
supply basic valves and pilot controls in a 





single installed unit for each appliance. 
Thermostat sections, by-pass assemblies 
and filters may be provided according to 
customer orders, thereby reducing manu- 
facturers’ and dealers’ inventories of acces- 
sories. 

Thermostat range is 55-95 F. Bypass 
mounts below pilotstat valve and 100% 
safety shutoff or safelighting are not affected 
by the bypass. The new control is available 
in %” and %”, pilot flow-adjustment screw 
is standard. 

Adatrol, V5153. Minneapolis-Honeywell 
Regulator Co., 8775 Mettler St., Los 
Angeles 3. 


Automatic Heat Control—aA-P 
Automatic control for any gas heating in- 

stallation is provided users of the new 

model 55 Gasapack through use of a modu- 





: ra 
lating snap thermostat accessory. It can be 
attached to the basic control by means of 
4 screws and without breaking the line. 
Operation is by means of a sensitive thermo- 
bulb which modulates the flame from high 
to low. Unit quietly snaps off when the tem- 
perature maintained overrides requirements 
and a low flame is no longer required. The 
manufacturer promises quiet Operation 
without fluttering, humming or popping 
flame. The self-contained unit is described 
as 5 controls: built-in pressure regulator, 
large pilot filter, 100% automatic pilot, 
main and pilot shutoffs. The combination 
provides simplified lighting and operating 
procedures. 

55 MTS modulating snap thermostat; 
55 Gasapack heater control. A-P Control 
Corp., 2450 N. 32d St., Milwaukee 45 


Thermopilot Relay—General Controls 


A rotary reset thermopilot relay for auto- 
matic safety shutoff of gas appliances has 
been introduced. When used with an elec- 
tric valve in main line, the relay with pilot 
valve provides 100% shutoff, without re- 
ducing manifold capacity, by addition of a 
pilot safety valve. The less expensive relay, 


, 
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Vhs Year, foo 


AMERICAN GAS JOURNAL will have a 
SOUTHERN GAS ASSOCIATION ISSUE 








for initial distribution at the 1955 SGA Convention 


? 


This will be the 3rd successive year with an 
issue of AMERICAN GAS JOURNAL that 

salutes the Southern Gas Association 
Convention 


No other gas industry publication has 
so honored that aggressive association. 


The Southern Gas Association Issue for 1955—the May issue—will have its initial 
distribution at the SGA Convention in New Orleans, May 16-18. 


EDITORIAL CONTENT in the Southern Gas Associa- issues of the Gas Journal were received enthusiastically 
tion Issue will be useful and interesting to readers in with highly-gratifying compliments... from the asso- 
gas companies throughout the 48 states: management ciation... from readers... from advertisers. 

+. engineering .. . utilization . . . sales. IN 1955... the SGA Issue will have the objective of 
IN 1953 ...IN 1954... the Southern Gas Association meriting even more enthusiasm. 








ADVERTISING STAFF 


Phone or wire collect, advertising space reservations to our nearest office: 
Y * y NEW YORK: John Wallace, 52 Vanderbilt Ave. MUrray Hill 4-1880. 

CHICAGO: E., VY. Perkins, 53 West Jackson Blvd. HArrison 7-6883. 

8 PASADENA: Richard P. McKey, 465 East Union. RYan 1-8779. 

CLEVELAND: Bill Faville, 317 Citizens Building. SUperior 1-7979. 


HOUSTON: Roger Motheral, 2331 Goldsmith. MOnroe 5-3039. 
DALLAS: Jess Adkins, Davis Building. STerling 4404. 


AMERICAN 





DEADLINE FOR SOUTHERN GAS ASSOCIATION ISSUE: APRIL 27. 
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NEW APPLIANCES 
Continued from page 44 


without pilot gas valve, can be used when 
100% shutoff is not required. 

The design of the rotary reset thermopilot 
relay is said to assure safe lighting condi- 
tions and gives visual indication of the 
valve’s position. When knob is at off-posi- 
tion, gas flow to both main burner and pilot 
stops immediately, without delay for ther- 
mocouple cooling. 

There are 3 models in the series: one with 
bushing-type connection for thermocouple; 
another uses the G-250 pilot generator; the 
3d double bushing type, is used with limit 
control in generator circuit. The rotary re- 
set relays carry AGA and UL approvals; 
furnished with either SPST or SPDT wir- 
ing, Or special ignition contacts. 

Series A-100 thermopilot relay. General 
Controls Co., Glendale, Calif. 


1955 Range Line—RCA Estate 


The line includes 9 gas ranges, with 3 of 
them in 30” models. 
































Heat control has been added to the built- 
in griddle, with the automatic thermo-trol. 
The griddle converts to the 5th top-burner. 
A thermal eye, contacting the bottom of 
griddle or utensil, provides accurate heat 
control. It reduces splattering and elimi- 
nates burning when the proper cooking tem- 
perature is preselected. This new Grid-All 
will be on the deluxe gas range, #G-132. 

Style notes include white-rimmed control 
knobs and aqua-grey color accent mantel- 
backs. 

The ranges also will offer individual 
“quik-lite” on all CP models, chrome burner 
bowls, lift-off burners and porcelain enam- 
eled steel venturis. All ranges will offer a 
silicone heat seal on all oven doors, a 
smooth and silent drawer-glide construction 
with locked-in nylon runners, and disposa- 
bowls as standard equipment. 

RCA Estate ranges. RCA Estate Appli- 
ance Department, RCA, Hamilton, O. 


All-Chrome Top Range—florence 


A luxury styled chrome top range is be- 
ing featured. This range is designed to har- 
monize with custom kitchens. The entire 
top of the range is made of highly polished 
chrome offset by a black-and-gold back- 
guard. 

The 36” model has 5 top-burners, the 5th 
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burner has an optional feature of cast alu- 
minum griddle. The large oven, 16” wide, 
18” deep and 14” high, has a double-glass 
removable window for viewing the interior. 
Other features of this range are swing-away 
broiler, and the exclusive Florence lock-stop 
gas cocks for top burners. 

E69036-38 range. Florence Stove Co., 
Merchandise Mart, Chicago 54. 


GAMA ELECTS COAST MEMBER 


A new member, Cam-Stat, Inc., from the 
Pacific Coast was elected during March by 
Gas Appliance Manufacturers Association. 
A manufacturer of controls, located at 
11833 West Olympic Blvd., Los Angeles, 
the company has named Roland D. Whit- 
lock, treasurer and general manager, as 
delegate to GAMA, with Albert E. Baak, 
director of enginering, as alternate. 


SERVEL GETS NEW AIRCRAFT ORDER 

Servel, Inc., has received an extended 
sub-contract from Republic Aviation Corp., 
calling for approximately $15-million worth 
of wings and other components for the 
F-84F Thunderstreak jet fighter-bomber. 

Deliveries will run from July 1955, 
through September 1956. 

With undelivered orders already placed 
by Republic, North American Aviation, 
Inc., and Boeing Airplane Co., Servel now 
has a total defense backlog of more than 
$41-million. 





General Electric Co. has announced a 
new line of packaged air-source heat 
pumps. The new models feature a more 
compact size and greatly improved per- 
formance due to a more effective relation- 
ship between heating and cooling capacity. 
Key factor in the improved heating-cooling 
ratio is a unique modulated hermetic 
motor-compressor, designed specifically for 
heat pumps. 

The company stressed that the new equip- 
ment is so different from the old that direct 
price comparisons are impossible. In terms 
of unit capacity (Btuh), installed price re- 
ductions range up to 30% at the consumer 
level with the average saving somewhere 
between 10-and-25%. These new reductions 
are in line with GE’s announced intention 
to bring the heat pump into the mass mar- 
ket as soon as possible. 

A new replaceable hermetic system car- 
ries a 5-year warranty on the complete re- 
frigeration circuit. 

To capitalize on the fact that heat pumps 
operate with safety and cleanliness because 
they burn no fuel, GE's appearance engi- 
neers have customized the new equipment, 
with panels that can be papered or painted 
to go with any decor. The units can be 
installed in recreation room, garage, attic, 
kitchen, living room, or outdoors. They can 
be built into walls. 

Because the new models are more com- 
pact and all maintenance and service is 
done from the front, total space require- 
ments in some cases are as little as %4 as 
much as neded for old models. Actual floor 
space occupied by the new models is 
9.8 sq. ft. 


GE GOES AFTER HEATING MARKET 
WITH NEW HEAT PUMP 







GE officials noted that in many cases 
the new price levels will make heat pump 
equipment competitive with systems using 
fuel-fired heating and conventional air con- 
ditioning. They said any difference in cost 
should be more than justified by what they 
referred to as added safety and economy of 
the all-electric unit. 

Heat pumps of the air-source type use 
only electricity and air. In Summer they 
pump heat and moisture from the home to 
the outdoors, leaving fresh, cool air in the 
home. In Winter, they reverse themselves 
automatically, extracting heat from the 
outdoor air and pump it indoors to heat 
the home. 





NOW IT’S PERFECTION INDUSTRIES, INC. 


Perfection Stove Co., stockholders, at 
their annual meeting, voted to change the 
name of the company to Perfection Indus- 
tries, Inc. 

It was pointed out that the scope of the 
company’s operations, since adoption of 
the present name in 1925, has been sub- 
stantially broadened. Perfection’s business 
now is concerned with a number of prod- 
ucts in addition to ranges and stoves. These 
include furnaces, space heaters, water heat- 
ers, winterization equipment, air condition- 
ers, aircraft parts and other military equip- 
ment. 

Perfection Industries, Inc. is the 4th 
name of the company, since its founding 
in 1888. It started as Cleveland Foundry 
Co., became Cleveland Metal Products Co., 
in 1910, and was named Perfection Stove 
Co. 15 years later. 
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lron Body, Galvanized, 
Bronze Plug Stop 








7490 
"Key-Lok"” Tamper Proof Stop 
Lockwing—Iron Body, 
Bronze Piug 















Service Line Stops—Meter Stops 
Appliance Stops 





Tamper Proof and Standard Patterns 





lron Body with Brass Plug 
Black or Galvanized 
Also All Brass Stops 





Flat Head—Flat Head with Lockwing 





Full Range of Sizes 


—— 


Quality Assured... 
By Precision Machining — 
Individual Testing — 
Rigid Inspection 


Quality Proven... 
By Supplying the Gas Industry 
for Over 80 Years 























7500 
Threadless Gas Stop 
lron Body, Brass Plug 
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GAS SERVICE PRODUCTS 


HAYS MANUFACTURING CO. 





Standard Packaging for Easy Handling, 
Space Saving Storage .. . Another HAYS First 


Write for literature, or ask ‘The Man from Hays” 


ERIE, PA. 
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OPPORTUNITY 
IN ENGLAND 


Well-known and live English Gas Ap- 
pliance concern, making Britain’s lead- 
ing gas range, is building modern plant 
on American lines and desires to ap- 
point first-class Planning and Produc- 
tion Engineer to advise and direct this 
development. 

Three year project with permanent 
position prospects if satisfactory and 
desired. Fare paid for wife, accom- 
modation in England provided. Only 
men of proven ability need apply. In- 
cidentally, the dollar buys double in 
England. 

Full particulars, stating salary re- 
quired, in confidence — interview New 
York — to Chairman and Managing 
Director, Cannon (GA) Ltd., Deep- 
fields, Mr. Bilston, Staffs., England. 














PERMAGLAS HEATER 
Continued from page 42 


line will continue to offer earlier Perma- 


glas features, including “Heetwall” con- | 


struction, which avoids heat losses up-the- 
chimney; magnesium anode corrosion pro- 
tection backstopping the basic rust-proofing 
of full interior glasscoating. 

The new Permaglas water heater will be 
priced to the consumer at an increase of 
approximately $4.90, in the standard 30- 
gal gas model, according to Waldo W. 
Higgins, director of enginering. 
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JOHN Woon Automatic GAS water heaters 


t0ST 245 TO OPERATE 


AND VOU GAN PROVE IT! 


It’s SAVINGS that make sales 

















HN WOOD gives you more to build sales— 





It’s here—ready to work for you! JOHN WOOD 
has a water heater story that’s a natural for sales! 
BY ACTUAL TEST, John Wood Water Heaters 
cost your customers less per gallon for hot water 
...make savings no other construction can 
match! That’s because the OFF-CENTER flue 
construction—developed and featured by JOHN 
WOOD-—beats every known water heater con- 
struction for economy in test after test. 

That one fact gives you a real edge on all 
your competitors. Nobody has an economy story 
like yours when you feature JOHN WOOD. 
Nobody has the profit chances you get with the 
proved JOHN WOOD economy story! 

Here’s potent sales material—backed up by 
the hardest hitting program of promotion and 
advertising yet—all working for you and your 
bigger profits. 

Ask your JOHN WOOD representative for 
the full story. 
| Write for FREE Book “How Do You Judge 
| a Water Heater” —Today! 


BEATS the rest 
by EVERY test 
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wie aco ——> COMPLETE LINE of sizes and styles, vertical and table top models 
@ — > A PRICE FOR EVERY BUDGET 

> ~=THE ONLY WATER HEATER OFFICIALLY SELECTED BY Mrs. America 

(~~, +> FULL PROMOTIONAL HELPS to build your sales 
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Finect glase-lined 
or galvanized 


JOHN Woop ComPANY 
water heater anywhere ! 


HEATER AND TANK DIVISION 


Conshohocken, Pennsylvania and Chicago, Illinois 








































W SPRAGUE PARTS 


The best way to maintain new meter 
performance is to insist on genuine 
Sprague Meter Parts — they’re 
designed and produced by Sprague 


to give top performance in all 
Sprague Meters and Regulators. 
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UE METER COMPANY. 
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THE 


MAIN OFFICE AND PLANT — BRIDGEPORT 4, CONNECTICUT 
BRANCHES DAVENPORT, IOWA HOUSTON, TEXAS 
LOS ANGELES, CALIFORNIA SAN FRANCISCO, CALIFORNIA 
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